21 Tenite cover strips are extruded to fit inside and outside corners and flat panels.

The shape of these strips secures them in position without an/ further means of

attachment.
23, A selection of extruded plastics sections (Tenite). Compare these with the light    ,

alloy extruded sections (Figs. 3,4).

